Sir George Williams University 1435 Drummond St. Montreal 107 879-2867 or 879-2863 


via TELBEC_ September 21, 1973 
For immediate release 


In view of the strike action taken by the union representing the non-professional 


library employees (MNUSGWUE), the libraries at Sir George Williams University have 


been closed. All library services are suspended until further notice. Negotiation 


on a new contract between the university and the union are continuing. 
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Michael Sheldon 

Assistant to the Rector 

Sir George Williams University 
(879-2863) 


Le 21 septembre 1973 
Pour publication immédiate 


III SMIN NMS 


A cause de l'action de gréve prise par le syndicat représentant les employés 
non-professionnels de la Biblioth&que (NUSGWUE), les bibliothéques de 1'Université 
Sir George Williams ont été fermées. Tous les services de la biblioth&que sont 
interrompus jusqu'A nouvel avis. Les négotiations relatives à un nouveau contrat 
continuent entre l'université et le syndicat. 


Michael Sheldon 

Ad joint au Rec teur 

Université Sir George Williams 
(879-2863) 


